FURTHER DEVELOPMENTS IN UNITED STATES
tors of the Company, which was mailed to each of the company's stockholders:
"Clarence Brown, President of The Owens Bottle-Machine Company, died July 30, 1918, at his home in Toledo, Ohio.
"Mr. Brown was, from their inception, actively connected with all of the enterprises which grew out of the inventions of Michael J. Owens, and his associates. He had been a stockholder, director and officer of The Owens Bottle-Machine Company since its organization, and for many years prior to assuming the duties of President in July, 1917, had acted in the capacity of Vice-President and General Counsel.
"He was similarly interested in The Toledo Glass Company, the parent company, organized in 1895, The Owens European Bottle-Machine Company and The Libbey-Owens Sheet Glass Company. From the organization of all of these companies, through the important periods of construction and development, he devoted himself assiduously to their affairs, giving to each the benefit of his rich experience of the law and of his sound judgment in business affairs.
"To his associates in the Owens' Companies, his loss is irreparable. Endowed intellectually as few men are, possessed of a delightful personality and full of an
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